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Minneapolis Auditorium Kimball Organ 


Original (1927) As Installed (1928) 














GREAT GREAT 
Pitch Name Pipes Pitch Name Pipes 
16' Double Open Diapason 73 16' Double Open Diapason* 
16' Bourdon 
8 First Open Diapason 73 8 First Open Diapason* 
8 Second Open Diapason 73 8 Second Open Diapason* 
8 Third Open Diapason 73 8' Third Open Diapason* 
8 Fourth Open Diapason 73 8 Fourth Open Diapason 
8 Melophone 73 8 Melophone 
8 Gamba 73 8 Viola 
8' Clarabella (open) 73 8' Doppel Flute 
8' Melodia 73 
8' Gemshorn 73 8' Gemshorn 
8' Gemshorn Celeste 
4' First Octave 73 4' First Octave * 
4' Second Octave 73 4' Second Octave* 
4' Third Octave 
4' Flute 73 4' Hohl Flute 
2.2/3' Twelfth 61 2.2/3' Twelfth 
2' Fifteenth 61 2' Fifteenth 
1.3/5' Seventeenth 
1.1/3' Nineteenth 
1.1/7 Septime 
1' Twenty-Second 
Rauschquinte II* 
Mixture V 305 Mixture V* 
Cymbel III* 
16' Ophicleide 73 16' Double Trombone 
8 Trumpet 
8 Trombone 73 8 Tromba 
4 Clarion 73 4' Clarion 
Reed Tremolo 
8 Piano 
4 Piano 
8 Marimba 8 Marimba 
8 Harp 8 Harp 
8 Chimes 8 Chimes 
Tremolo Tremolo 
Total pipes: 1595 
* Exposed 
SWELL SWELL 
Pitch Name Pipes Pitch Name Pipes 
16' Contra Salicional 73 16' Contra Viola Diapason 
16' Lieblich Gedeckt 73 16' Lieblich Gedeckt 
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2.2/3' 
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Diapason Phonon 
Horn Diapason 
Gross Flute (open) 


Viole d'Gamba 
Gamba Celeste 
Salicional 

Voix Celeste 
Aeoline 

Dulcet 
Harmonic Flute 
Stopped Diapason 
Quintadena 
Octave 

Violina 

Dulcet 

Flute d'Amour 
Flautino 

Dolce Cornet III 


Double Trumpet 
Posaune 
Cornopean 
Oboe 

Vox Humana 
Clarion 

Harp 

Celesta (8' ext) 
Xylophone 
Tremolo 

Total pipes: 


Name 
Contra Viola 


Double Melodia (open) 


English Diapason 
Violin Diapason 
Viola 

Claribel Flute 


Flute Celeste 
Dulciana 
Unda Maris 


Flute Harmonic 
Nazard 
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Pipes 


146 


122 


183 


2106 


73 
73 
73 
73 
73 
73 


73 
73 
73 


73 
61 
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Diapason 

Violin Diapason 
Clarabella 

Spitz Flute 

Spitz Flute Celeste 
Viola da Gamba 
Gamba Celeste 
Salicional 

Vox Celeste 


Dulcet II 
Harmonic Flute 
Stopped Flute 


Octave 

Violina 
Celestina II 
Harmonic Flute 
Flautino 

Dolce Cornet IV 
Mixture V 
Double Trumpet 
French Trumpet 
Cornopean 
Oboe 

Vox Humana 
Clarion 

Harp 

Celesta 


Tremolo 


Name 
Contra Viola 


English Diapason 
Geigen Diapason 
Viola 

Concert Flute 
Forest Flute 
Flute Celeste 
Muted Violin 
Unda Maris 
Prestant 

Flauto Traverso 
Nazard 


Pipes 


2' Piccolo 
1.3/5' Tierce 
16' Bassoon 
8 Tuba Horn 
8 English Horn 
8 Clarinet 
Piano 
Harp 
Tremolo 
Total pipes: 
SOLO 
Pitch Name 
8 Diapason Stentor 
8 Tibia Clausa 
8 Gross Gamba 
8 Gross Gamba Celeste 
8 Viol d'Orchestre 
8 Violes Celeste II 
8 Rohr Flote 
4 Solo Flute 
16' Trombone 
8 Tuba Mirabilis 
8 French Trumpet 
8 Tuba Sonora 
8 Post Horn 
8 French Horn 
8 Saxophone 
8 Orchestral Oboe 
8 Kinura 
4' Clarion 
16' Vox Humana 
8 Vox Humana 1 
8 Vox Humana 2 
4 Vox Humana 
8' Harp (Sw) 
8' Chimes (Echo) 
Tremolo 
Total pipes: 
BOMBARDE-PERCUSSION 
Pitch Name 
16' Bombarde 
8' Tuba Magna 
8' Tuba 
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61 
61 
73 
73 
73 
73 


1205 


Pipes 
73 
73 
73 
73 
73 
146 
73 


73 
73 
73 
73 
73 
73 
73 
73 


73 
73 
73 
73 
73 
73 
61 


1667 


Pipes 
73 
73 
73 


2' Piccolo 
1.3/5' Tierce 
16' Bassoon 
8' Tuba Horn 
8' English Horn 
8' Clarinet 
Piano 
Harp 
Tremolo 
SOLO 
Pitch Name Pipes 
8' Diapason Stentor 
8' Tibia Clausa 
8' Gross Gamba 
8' Gross Gamba Celeste 
8' Viole d'Orchestre 
8' Violes Celeste II 
8' Hohl Flute 
4' Octave 
4' Solo Flute 
16' Tuba Profunda 
8 Tuba Mirabilis 
8 Tuba Sonora 
8 Post Horn 
8 French Horn 
8 Saxophone 
8 Musette 
8 Orchestral Oboe 
4' Clarion 
8 Solo Vox Humana 
Harp 
Chimes 
Tremolo 
Tibia Tremolo 
Vox Tremolo 
BOMBARDE 
Pitch Name Pipes 
16' Bombarde 
8 Tuba Magna 
8 Tuba 
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Clarion 


Piano 

Piano 

Piano 
Marimba 
Marimba Harp 
Harp 

Celesta 
Xylophone 
Glockenspiel 
Orchestral Bells 
Chimes 
Bombarde[sic] 
Total pipes: 


Name 

Gravissima 

Diaphone 

Dulciana 

Diaphone 

Double Open Diapason 
Diapason (Gt) 


Bourdon 

Gedeckt (Sw) 
Violone 

Double Melodia (Ch) 
Contra Viola (Sw) 
Dulciana 


Diaphonic Diapason 
Octave 
Flute 


Gedeckt (Sw) 

Cello 

Viole d'Orchestre (Solo) 
Dolce 

Super Octave 

Violin (Solo) 


Contra Bombarde 
Bombarde 


Minneapolis Kimball Organ 


73 


292 
Pipes 
32 
32 
12 
32 


32 


32 


12 
12 
12 
12 
12 


12 


12 


32 
12 


4' 
8' 


PEDAL 
Pitch 
64' 
32' 
32' 
16' 
16' 
16' 
16' 
16' 
16' 
16' 
16' 
16' 


10.2/3' 
8' 
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Clarion 
Mixture V 
Piano 

Piano 

Piano 
Marimba 
Marimba Harp 
Harp 

Celesta 
Xylophone 
Glockenspiel 
Orchestral Bells 
Chimes 


Name 

Gravissima 

Double Open Diapason 
Contra Violone 
Diaphone 

Open Diapason 
Second Open Diapason 
Violin Diapason 

First Bourdon 

Second Bourdon 
Violone 

Gedeckt 

Viola 


Quinte 

Diaphonic Diapason 
Octave 

Stopped Flute 

Flute 

Gedeckt 

Cello 

Viole d'Orchestre 


Twelfth 
Super Octave 
Octave Flute 


Tierce 
Twelty-Second 
Contra Bombarde 
Bombarde 


(cornet) 


Pipes 
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Trombone (Solo) 
Ophicleide (Gt) 


Bassoon (Ch) 


Tuba 12 
Clarion 12 
Piano 
Piano 
Total pipes: 324 


16' 
16' 
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Trombone 
Ophicleide 
Tuba 

Bassoon 
Clarion 

Octave Clarion 
Piano 

Piano 

Chimes 


